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/ainiial  Report  of  Medical  Officer  of  Eeslth  - 1960. 
OLAGTON  Urban  District  Oottneil. 

SOtli  Jmiiary  1961. 
Attaciied  hermlth  pOTtioolars  of  shipping  in  the 
above  district  dijring  1960, 

No  action  tsnuer  the  regulations  was  recx^jired. 


Medical  Officer  of  Health, 

Town  liall,  Clacton^-on-aou,  Essex. 


To/ 

^The  Secretary  (6  ccsples). 
Ministry  of  Health, 

Savile  Row, 

London,  W.l. 

Copy  to/ 

TIjC  County  M.O., 

3a sex  County  Coimcil. 
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Form  SO 


Clacton  Urban  District  Coimcil. 
1960. 


SOtli  Jcsnuciry  1961. 


Afoount  of  ohlpplxvj  entering  tlie  district 

Pastes, ..sap,  jaac-f. 


COQStwlGe  1 

Character  of  SMpping  and  Trade  din?ing  the  year, 

Paoc-enger  traffic  Im? ards  7,964 

(Day'  Trippers)  Outvfcrds  7,610 

Principal  Porta  from  ^ 8troo<^Southend/Tlimct  <!t 
which  Ships  arrive  Clacton  oei*vice. 


